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MEMORANDUM FOR: ACTING DADSO 
f fem fe PS 
SUBJECT : Physical Evaluation of Unvouchered Personnel 


i. The procedure outlined for providing medical review and 
examination for staff enployeea (soni-covert, paragraph 3) is 
satisfactory and I have no conments to offer, 


2. I propose the following procedure to provide Repart of 
Medical History and perhaps Report of Medical Hxaminatlon for 
individuals to be employed covertly (contractual employeoa). 

When arrangements are in procesa for the exployment, under 
contract, of an individual, the branch responsible will have the 
cendidate sonplete Forn 89, using paeudonya. The branch will 

then, through Personiel, seo that the completed form reaches 

the Medical Division where it will be reviewed. If the Nedical 
Division rejects the candidate as being a peor risk, proper 
consideration will be given such ra jection by ADSO who will rake 
the final decision as te the employment of the candidate. If 

the Report of Medical History indioates that the candidate is 
acosptebYe; it will be returned with the proper notation, through 
Personnel, te the branch concerned where it will be Placed in the 
agent's file. If the Report of Medical History, Form 85, 

dudicetes that a mediosl examination is necessary, then Uperations 
will arrange for the necessary physical examination, conforming 

to Report of Hedical Examination, Form 88, to be conducted by a 
licensed physician. Such an exaiination will ve effected by the 
simple procedure of having the anandidate apply to a reputable 
Physician and having ea physical exanination conducted and a 

report thereon prepared--such report to contain the elements Tl 
covered in Forme 88. Then the completed Form 88 will pase f \\aa 
the branch, through Personnel, to the Nedical Division where 

will be reviewed. It will then be returned through the same 
channels for placenent in the agent's Piles. ainer O70 
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